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OUTGOING TELEGRAM DIST: 
COMMO 1 
OPERATIONAL IMMEDIATE OPS 1 
COMDR 1 
8 JULY 1957 


TO f 
25X1A 
FROM : a... 


2x18 RR 05/050 63 


(COMDRS REPT) 


25X1A 


2. MISSION WAS 91% (PERCENT) SUCCESSFUL DUE TO WEATHER OVER ONE TARCE?, 


ONS 3: REE eexr02c00r a mae 


ALL EXCELLENT, 
4, WEATHER ESSENTIALLY As BRIEFED, 


25X1A 5. GE i tsstons WERE ACCOMPLISHED 2, 3, 5, AND 6 JULY. oN 2 JULY 
SHUTTER MALFUNCTION RESULTED IN ONLY 30% (PERCENT), OTHER TUREE 

25X1A MISSIONS SUCCESSFUL, FEEL RELIABILITY oF [MM comparanrs Th 

A UNDER CURRENT OPERATION PROCEDURES. SEE QNN557, PAR samme 9, 

25X 


END OF MESSAGE 


DBKIA SS, 
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